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CATALOG PRICE LIST 


The items listed in this price schedule are arranged in the 
order of their placement by specification in the catalog. 

In other words, mixers (original equipment) are first, ampli- 
fiers (original equipment) are next, etc. Delivery can be 
made from Distributor/Contractor stock, or from the factory. 


Consult the yellow pages of your telephone book for the 
LANGEVIN Distributor/Contractor nearest you. Sales of 
LANGEVIN products are made through authorized Distributors/ 
Sound Contractors only. 


Warranty of LANGEVIN Products is extended for one year from 
date of purchase from an authorized LANGEVIN Distributor/ 
Contractor. Warranty covers defects in material and work- 
manship. Warranty is void if the units have been subject to 
misuse, neglect, imporper installation, modification or 
unauthorized repair. 


Any product returned, whether under warranty or for customer 
repair, must be accompanied by a Return Authorization issued 
by LANGEVIN and must be shipped transportation prepaid, Re- 
turns will not be accepted by LANGEVIN unless transportation 
is prepaid. If the unit is shipped without Return Author- 
ization it will be considered out of warranty. 


To apply for Return Authorization, the customer must state 
the reason for return, invoice number, date of purchase, and 
any other pertinent facts concerning the return. 


Prices are subject to change without notice. 


Minimum order accepted with prepayment (i.e., check with order) 
if $25.00. All orders for less than $25.00 must. have a check 
accompanying the order for the amount of the order. If ship- 
ment is to be parcel post, enclose $1.50 for shipping charges. 
If shipment is to be air post, enclose $3.00 for shipping 
charges. 


LANGEVIN 
Division of Scientific Industries, Inc. 
1801 East Carnegie Avenue 

Santa Ana, California 92705 


(714) 546-8830 
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LANGEVIN CATALOG PRICE LIST 


APPROXIMATE 
CATALOG . SHIPPING 
LANGEVIN MODEL DESCRIPTION LIST PRICE WEIGHT 
MIXERS (ORIGINAL EQUIPMENT) 
AM IA 6 CHANNEL MIXER (SOLID STATE) $525. 00 16 lbs, 
AM 2A 9 CHANNEL MIXER (SOLID STATE) 480, 00 16 Ibs. 
AMPLIFIERS (ORIGINAL EQUIPMENT) 
AM 16 SOLID STATE PREAMPLIFIER 143, 00 2 ibs, 
AM 17 SOLID STATE PROGRAM/MONITOR AMPLIFIER 225.00 6 Ibs. 
AM 10AP SOLID STATE 10 WATT POWER AMPLIFIER 280. 00 13 Ibs. 
AM 10APT SOLID STATE 10 WATT POWER AMPLIFIER 300. 00 15 Ibs. 
(WITH OUTPUT TRANSFORMER) | 
AM 50A SOLID STATE 50 WATT POWER AMPLIFIER 330.00 33 Ibs. 
AM SOAT SOLID STATE 50 WATT POWER AMPLIFIER 370.00 33: ‘Ibs. 
(WITH OUTPUT TRANSFORMER) 
AM 5116B TUBE PREAMPLIFIER 136.00 : 1} Ibs. 
AM 5117 TUBE PROGRAM/MONITOR AMPLIFIER 225.00 ‘5 Ibs, 
AM 101D ‘TUBE 50 WATT POWER AMPLIFIER 375.00 50 ibs. 
AM 128X TUBE 20 WATT POWER AMPLIFIER 295.00 30 Ibs. 
AM 128XB TUBE 20 WATT POWER AMPLIFIER 345.00 30 Ibs. 
AM 128XE TUBE 20 WATT POWER AMPLIFIER 335.00 30 Ibs. 
AM 1388S TUBE 8 WATT POWER AMPLIFIER 145,00 15 Ibs, 
AM 138SG TUBE 8 WATT POWER AMPLIFIER 220. 00 15 Ibs. 
AM 138SK TUBE 8 WATT POWER AMPLIFIER. 195.00 15 Ibs, 
AM 138SL TUBE 8 WATT POWER AMPLIFIER 190. 00 15 lbs. 
AM 138SM TUBE 8 WATT POWER AMPLIFIER 175.00 15 Ibs, 
AM 3101B TUBE 50 WATT POWER AMPLIFIER 390.00. 60 Ibs, 
AM 3101E TUBE 50 WATT POWER AMPLIFIER 369. 00 60 Ibs, 
POWER SUPPLIES (ORIGINAL EQUIPMENT) 
PS 221 POWER SUPPLY 330. 00 55 ibs, 
PS 222 POWER SUPPLY 195,00 8 Ibs. 
PS 5206 POWER SUPPLY 235, 00 18 lbs, 
ACCESSORIES (FOR ORIGINAL EQUIPMENT) 
AB 16 APPARATUS BLANK (AM 16 CABINET) 11.70 1 Ib. 
AB 17 APPARATUS BLANK (AM 17, PS 222 CABINET) 7.50 1 Ib. 
AB 23 APPARATUS BLANK (PS 221 CABINET) 7.50 1 1b. 
RC 10 RACK CABINET (FOR AM 10) 75.00 10 Ibs, 
RC 76 RACK CABINET (FOR AM 17, PS 222) 80. 00 12 Ibs, 
RC 16 RACK CABINET (FOR AM 16) 125.00 OG 9 Ibs. 


CATALOG 
LANGEVIN MODEL DESCRIPTION LIST PRICE 
ACCESSORIES (FOR ORIGINAL EQUIPMENT) (CONT'D 
MF 23 MOUNTING FRAME (FOR PS 221) 36.00 
MF 10B MOUNTING FRAME 30. 00 
MF 5010 MOUNTING FRAME 36. 00 
MG 7A MODIFICATION GROUP 27.00 
MG 21A MODIFICATION GROUP 30. 00 
MP 10 RACK. MAT PANEL(FOR RC 10, AM 10) 18. 00 
MP 76 RACK MAT PANEL(FOR RC 76, AM $7, PS 222)11.55 
MP 16 RACK MAT PANEL(FOR RC 16, AM 16) 18.00 
wr “2 RACK MAT PANEL(FOR MF 23, PS 221) 11.55 
TRY 6 TRAY 15.00 
TRY 7 TRAY 17.00 
TRY 21 TRAY 36, 00 | 
TRY 23 | TRAY 25.00 
TRY 5016 TRAY 10.50 
TRY 5017 TRAY 24. 00 
TRY 2019 TRAY 18, 00 
INP=A: INPUT PANEL 49,50 
INP=B {NPUT: PANEL 51.00 
INP-E INPUT PANEL &5.00 
INP=G INPUT PANEL 75.00 
INP-H INPUT PANEL 49.50 
INP=J INPUT PANEL 27.50 
INP=K INPUT PANEL 45.00 
INP=L INPUT PANEL 37.50 
[NP=M INPUT PANEL 30. 00 
INP-R INPUT PANEL 33.00 
INP=Q {NPUT PANEL 35.00 
K=108 KNOB 2.50 
K~ 109 KNOB 2.00 
K=110 KNOB 1.50 
K=1050 KNOB .60 
KY 10448 KEY 7.50 
KY 1044BN KEY 7.50 
KY 1044E KEY 7.00 
KY 1044EN KEY 7.06 
KY 1044F KEY 10.50 
KY 10445FN KEY 10,50 
KY 10446 KEY 10.50 
KY 10446N KEY 10.50 
KY 1044H KEY 15.00 
KY 1044HN KEY 15,00 
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LANGEVIN CATALOG PRICE LIST 


APPROX IMATE 
CATALOG SHIPPING 
LANGEVIN MODEL DESCRIPTION LIST PRICE WE EGHT 
ACCESSORIES (FOR ORIGINAL EQUIPMENT) (CONT'D) 
KY 1044M KEY 15.00 ¢ Ib. 
KY 1044MN KEY 15.00 t Ib, 
KY 1044p KEY 7215 iE Ib. 
KY 1044PN KEY 7.75 i Ib, 
KY 10445 KEY . 8.00 & Ib. 
KY 10445N KEY 8.00 t tb. 
KY 1044x KEY 15.00 & Ib. 
TF 1008 POWER TRANSFORMER 65.00 18 Ibs. 
TF IO1E POWER TRANSFORMER 61.00 13 Ibs. 
TF 108C POWER TRANSFORMER 21.00 5 1bs. 
TF 118A POWER TRANSFORMER 39.00 63 Ibs. 
TF TI9A POWER TRANSFORMER 30.00 4 ibs. 
TF 120C POWER TRANSFORMER 75.00 h Ibs. 
TF 1328 !NPUT TRANSFORMER 48.00 $ 1b. 
TF 2008 FILTER REACTOR 36. 00 7 Ibs. 
TF 216A FILTER REACTOR | 45.00 7 \bs. 
TF 219A FILTER REACTOR 28.00 43 ibs. 
TF 220A FILTER REACTOR 30. 00 24 Ibs. 
TF 313A OUTPUT TRANSFORMER 45.00 14 Ibs. 
TF 316A. OUTPUT TRANSFORMER 90.00 22 Ibs. 
TF 317A QUTPUT TRANSFORMER 73.00 64 Ibs. 
TF 320C OUTPUT TRANSFORMER 37.00 ht bs, 
yes: OUTPUT TRANSFORMER 43.00 3 Ibs. 
TF 3248 OUTPUT TRANSFORMER 52.50 1 1b. 
TF 3298 OUTPUT TRANSFORMER 38.00 1d Ibs. 
TF 400D {NPUT TRANSFORMER 21.00 3/4 Ibs. 
TF 4028 [NPUT TRANSFORMER 30.00 3/4 Ibs, 
TF 408A INPUT TRANSFORMER 42.00 3/4 Ibs. 
TF 408D INPUT TRANSFORMER 41.00 3/4 Ibs. 
TF 4128 INPUT TRANSFORMER 37.00 3/4 Ibs. 
TF 602C LINE ISOLATION TRANSFORMER 43,00 34 Ibs, 
TF 634 LINE TRANSFORMER 19.00 3/4 Ibs, 
EQUALIZERS AND FILTERS 
EQ 251A PROGRAM EQUALIZER 270. 00 3 Ibs, 
EQ 252A GRAPHIC EQUALIZER 600. 00 14 Ibs. 
EQ 255A VARIABLE HIGH PASS SOUND EFFECTS 125.00 3 Ibs. 
FILTER 
EQ 255B Ct VARIABLE LOW PASS SOUND EFFECTS 135.00 3 Ibs. 
FILTER 
EQ 257A PICK-UP EQUALIZER 64.00 1 1b. 
EQ 258A PANEL MOUNTED PROGRAM EQUALIZER 345.00 8 Ibs. 
EQ 259A PANEL MOUNTED VARIABLE HIGH AND 330.00 8 Ibs, 


LOW PASS FILTER 


LANGEVIN E€ATALOG PRICE LIST 


oe | APPROXIMATE 
CATALOG SHIPPING 
LANGEVIN MODEL DESCRIPTION LIST PRICE WE IGHT 
EQUALIZERS AND FILTERS (CONT'D) 
EQ 260 3000 CYCLE VARIABLE EQUALIZER 93, 00 1 Ibs. 
EQ 261 DIALOGUE MUSIC EQUALIZER 75,00 1 Ibs. 
EQ 262 5000 CYCLE VARIABLE EQUALIZER 93.00 } Ibs, 
EQ 263 HIGH FREQUENCY VARIABLE EQUALIZER 90. 00 1 ¥bs, 
EQ 265 LOW FREQUENCY VARIABLE EQUALIZER 90. 00 1 Ibs. 
EQ 266 HIGH FREQUENCY VARIABLE EQUALIZER 90, 00 1 1bs, 
EQ 270A PANEL MOUNTED GRAPHIC EQUALIZER 655. 00 16 Ibs. 
FN 100H FIXED LOSS PAD 13,50 + tb, 
FN 100T FIXED LOSS PAD 8.75 + ib. 
FNB 20 BRIDGING PAD 9.75 $ Ib. 
FNB 30 BRIDGING PAD 9.75 + tb, 
FNB 4o BRIDGING PAD 9.75 4 1b, 
FNH 2 MIXER NETWORK 13.50 x Ib. 
FNH 3 MIXER NETWORK 15,00 + Ib, 
FNH 4 | MIXER NETWORK 15.90 4 tbs. 
FNH 5 MIXER NETWORK 18. 00 + tb. 
FNH 6 MIXER NETWORK 19,50 + Ibs, 
- FNH 7 MIXER NETWORK 23,00 T tbs, 
FNH 8 MIXER NETWORK 23.00 + ibs, 
FNH 9 MIXER NETWORK 25.00 % Ibs. 
FNH 10 MIXER NETWORK 27.00 £ Ibs, 
FNH 16 MIXER NETWORK 45,00 2 Ibs, 
FNML100 MINIMUM LOSS MATCHING PAD 9.75 + Ib. 
FNT 2 MIXER NETWORK 10, 25 4 tb, 
FNT 3 MIXER NETWORK 11.00 i Ib, 
FNT 4 MIXER NETWORK 12,00 Ib, 
FNT 5 MEXER NETWORK 13.50 t tb. 
FNT 6 MIXER NETWORK 15,00 S Ib. 
FNT 7 MIXER NETWORK 16.50 L tb, 
FANT 8 MIXER NETWORK 18, 00 i lb. 
FNT 9 MEXER NETWORK 19.50 $ Ib. 
FNT 10 MIXER NETWORK 21.00 + tb, 
FNT 11 MIXER NETWORK 22.50 4 Ib. 
FNT 12 MIXER NETWORK 24. 00 4 Ib, 
-FNT 13 MIXER NETWORK 25.50 Ib. 
FNT 14 MIXER NETWORK 27.00 + Ib. 
FNT 15 MIXER NETWORK 28.50 $ Ib. 
FNT 16 MIXER NETWORK 30.00 $ Ib, 
FNT 19 MIXER NETWORK | 33.00 tb. 
FNT 20 MIXER NETWORK 37.50 $ 1b, 
‘o FP 5032 FRONT PANEL 12,00 4 Ib. 
FTM 4 TAPPED ''T'' MULTIPLIERS 12,90 4 Ib, 
FTM 12 TAPPED "'T'' MULTIPLIERS 18. 00 1 Ib. 
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LANGEVIN MODEL DESCRIPTION 


EQUALIZERS AND FILTERS (CONT'D) 


HP 50 
HP 70 
HP 80 


LP 8 
LP 15 


FIXED HIGH PASS FILTER 
FIXED HIGH PASS FILTER 
FIXED HIGH PASS FILTER 


FIXED LOW PASS FILTER 
FIXED LOW PASS FILTER 


ATTENUATORS AND MIXERS 


IMPORTANT: PRICING OF ATTENUATORS AND MIXERS 


CATALOG 


LIST PRICE 


93.00 
93.00 
93.00 


93. 00 
93.00 


Prices for attenuators and mixers quoted in the price sheets are for 


standard controls, 


control, and includes only a knob with the straight line controls {the 


dial front panel or escutcheon is purchased separately). 


SPECIAL FEATURES available with the controls and the standard catalog 
price for these features are as follows: 


1. 


2. 


3. 


Cue Position For Rotary and Straight Line Mixers 


ROTARY SINGLE GANG MIXER 
ROTARY TWO GANG MIXER 
ROTARY THREE GANG MIXER 
ROTARY FOUR GANG MIXER 


STRAIGHT LINE SINGLE GANG MIXER 
STRAIGHT LINE TWO GANG MIXER 
STRAIGHT LINE THREE GANG MIXER 
STRAIGHT LINE FOUR GANG MIXER 


Detent Supplied On Rotary Mixers 


All Rotary Mixers and Attenuators Are Supplied 
With Dial and Knob. If Dial and Knob are not 


Desired, Subtract The Following From Catalog 
Prices 


NO ''K'' KNOB 
NO DIAL 


All Straight Line Mixers and Attenuators Are 
Supplied With Knob; Dial Front Pane! Or 


Escutcheon Prices Are As Follows: 


NARROW SINGLE GANG (1 1/4") 
WIDE SINGLE GANG (1 1/2"') 
TWO GANG 

THREE GANG 

FOUR GANG 


APPROXIMATE 
SHIPPING 
WE 1 GHT 


Y Jb, 
1 1b, 
1 1b, 


1 1b. 
1 Ib, 


These prices include a dial and knob with the rotary 


Add To Catalog 
List Price 


$ 


3.00 
6, 00 
9. 00 
12,00 


5.00 
10.00 
15.00 
20.00 


1,50 


LANGEVIN CATALOG PRICE LIST 


PRICING OF ATTENUATORS AND MIXERS (CONT'D) 


5. Rotary Controls Are Supplied With A 3/8" 
Bushing Mount, If Bracket Mount is Required, 
It Will Require A 'U™ Shaped Bracket. 
ADD: $1.00 


QUANTITY DISCOUNTS ARE AVAILABLE ON ALL ROTARY CONTROLS. PRICE BREAKS ON 
QUANTITIES OF 1 - 9, 10 - 24, AND OVER 25; SAME UNITS MUST BE ORDERED 
TO OBTAIN PRICE BREAK, . 


APPROX, 
CATALOG LIST PRICE SHIPPING 
LANGEVIN MODEL DESCRIPTION 1=GANG 2-GANG #3=GANG 4-GANG WEIGHT 
ATTENUATORS AND ROTARY MIXERS 
_ RAT 500 ATTENUATOR 43,25 80. 00 116.50 152,50 
RAT 505 ATTENUATOR 43,25 116.50 152.50 
RAT 510 ATTENUATOR 43,25 80. 00 116.50 152.50 
‘RAT 600 ATTENUATOR 25.00 44.50 64.25 81.25 
RAT 601 ATTENUATOR 35.50 65.75 96.75 126.00 
RAT 602 ATTENUATOR 45.75 86.50 132.25 167.25 
RAT 603 ATTENUATOR 36.75 68.25 99,75 
RAT 604 ATTENUATOR 58.25 131.25 
RAT 671 ATTENUATOR 2h. 50 43.50 62.75 81.75 
RAT 672 ATTENUATOR 24.50 43.50 62.75 81.75 
RAT 673 ATTENUATOR 2h. 50 43.50 62.75 81.75 
RAT 674 ATTENUATOR 24.50 43.50 62.75 81.75 
RAT 675 ATTENUATOR 30. 00 57.25 81.50 105.75 
RAT 676 ATTENUATOR 30.00 57.25 81.50 105.75 
RAT 677 ATTENUATOR 30.00 57.25 81.50 105.75 
RAT 678 ATTENUATOR 37.75 70.25 100.25 132.75 
RAT 605 ATTENUATOR 110.25 154.00 
RAT 606 ATTENUATOR 25.00 4h 50 64.25 81.25 
RAT 607 ATTENUATOR 35.50 65.75 96.75 126,00 
RAT 608 ATTENUATOR 45.75 86.50 132.25 167.25 
RAT 609 ATTENUATOR 36.75 68,25 99.75 
RAT 610 ATTENUATOR 58.25 111.25 
- RAT 611 ATTENUATOR 110.25 154.00 
RAT 612 ATTENUATOR 25.00 44,50 64.25 81.25 
RAT 613 ATTENUATOR 25.00 44.50 64,25 81,25 
RAT 614 ATTENUATOR 35.50 65.75 96.75 126. 00 
RAT 615 ATTENUATOR 45.75 86.50 132.25 167.25 
RAT 616 ATTENUATOR 36.75 68.25 99.75 
RAT 617 ATTENUATOR 36.75 68.25 99.75 
RAT 618 ATTENUATOR 28.50 51.50 72.00 95.00 


LANGEVIN CATALOG PRICE LIST 


APPROX, 
CATALOG LIST PRICE SHIPPING 
LANGEVIN MODEL DESCRIPTION IGANG 2-GANG §$3=GANG 4-GANG WEIGHT 
ATTENUATORS AND ROTARY MIXERS (CONT'D) 
RAT 623 ATTENUATOR 45.75 86,50 132.25 167.25 
RAT 624 ATTENUATOR 50.75 70.50 103.25 136.00 
RAT 625 ATTENUATOR 58.25 111.25 
RAT 626 ATTENUATOR 35.50 65.75 96.75 126.00 
RAT 628 ATTENUATOR 45,75 86,50 132.25 167,25 
RAT 629 ATTENUATOR 35.50 65.75 96.75 126.00 
RAT 630 ATTENUATOR 35.50 65.75 96.75 126.00 
RAT 631 ATTENUATOR 28.50 51.50 72.00 95.00 
RAT 636 ATTENUATOR 62.50 119.75 
RAT 637 ATTENUATOR 62.50 119.75 
RAT 638 ATTENUATOR 58.00 110.50 163.00 
RAT 641 ATTENUATOR 35.50 65.75 96.75 126.00 
RAT 642 ATTENUATOR 35.50 65.75 96.75 126.00 
RAT 645 ATTENUATOR 45.75 86.50 132.25 167.25 
RAT 648 _ ATTENUATOR 36.75 68.25 99.75 
RAT 650 ATTENUATOR 58.25 111.25 
RAT 651 ATTENUATOR 58.25 111.25 
RAT 653 ATTENUATOR 110,25 =154.00 
RAT 654 ATTENUATOR 25.00 44.50 64.25 81.25 
RAT 656 ATTENUATOR 110.25 154.00 
RAT 659 ATTENUATOR - 110.25 154.00 
RATM 300 VU RANGE EXTENDER 26.00 46.75 67.50 
RATM 301 VU RANGE EXTENDER 26.00 46.75 67.50 
RATM 302 VU RANGE EXTENDER 36.50 64.50 99.00 
RATM 303 VU RANGE EXTENDER 36.50 64.50 99.00 
RATM 305 VU RANGE EXTENDER 31.00 56.50 82.00 
RATM 309 VU RANGE EXTENDER 26.00 46.75 67.50 
RATM 310 VU RANGE EXTENDER 26.00 46,75 67.50 
RATM 311 VU RANGE EXTENDER 26,00 46,75 67.50 
RATM 312 ~~ VU RANGE EXTENDER 26.00 46.75 67.50 
RATM 314 VU RANGE EXTENDER 36.50 64.50 99.00 
RATM 315 VU RANGE EXTENDER 36.50 64.50 99.00 
RATM 316 VU RANGE EXTENDER 36.50 64.50 99. 00 
RATM 317 VU RANGE EXTENDER 36.50 64.50 99. 00 
RATM 318° VU RANGE EXTENDER 36.50 64,50 99.00 
RATM 319 VU RANGE EXTENDER 36.50 64,50 99. 00 
RATM 320 VU RANGE EXTENDER 26.00 46.75 67.50 
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LANGEVIN MODEL 


RMX 201 
RMX 202 
RMX 203 


RMX 204 © 


RMX 205 


RMX 206 
RMX 207 
RMX 208 
RMX 209 
RMX 210 
RMX 215 


RMX 600 
RMX 601. 
RMX 602 


RMX 603 
RMX 605 


RMX 606 
RMX 612 
RMX 618 
RMX 624 
RMX 625 
RMX 632 
RMX 641 


RPP 701 
Dit 
D 112 


D 1001 
D 1002 


ROTARY 
ROTARY 
ROTARY 
ROTARY 
ROTARY 


ROTARY 
ROTARY 
ROTARY 
ROTARY 
ROTARY 
ROTARY 


ROTARY 
ROTARY 
ROTARY 
ROTARY 


ROTARY 


ROTARY 
ROTARY 
ROTARY 
ROTARY 
ROTARY 
ROTARY 
ROTARY 


ROTARY 


STEREO 


DESCRIPTION 


ATTENUATORS AND ROTARY MIXERS (CONT'D) 


MIXER ATTENUATOR 
MIXER ATTENUATOR 
MIXER ATTENUATOR 
MIXER ATTENUATOR 
MIXER ATTENUATOR 


MIXER ATTENUATOR 
MIXER ATTENUATOR 
MIXER ATTENUATOR 
MIXER ATTENUATOR 
MIXER ATTENUATOR 
MIXER ATTENUATOR 


MIXER ATTENUATOR 
MIXER ATTENUATOR 
MIXER. ATTENUATOR 
MIXER ATTENUATOR 
MIXER ATTENUATOR 


MIXER ATTENUATOR 
MIXER ATTENUATBR 
MIXER ATTENUATOR 
MIXER ATTENUATOR 
MIXER ATTENUATOR 
MIXER ATTENUATOR 
MIXER ATTENUATOR 


PAN POT 


PANORAMIC DIVIDER 


DIAL 


STEREO PANORAMIC DIVIDER 


DIAL 


DIAL 
DIAL 


1=GANG 


25.25 
38. 00 
32.50 
47.75 
39.00 


30.75 
30.75 
45,50 
65.75 
65.75 
39. 00 


39.75 
29.75 
41,00 
39.75 
64. 50 


82,25 
24, 00 
27.00 
26.00 
82.25 
26. 00 
32.50 


62.25 


2-GANG 


CATALOG LIST PRICE 


3=-GANG 


74. 00 
91.50 
99.75 
157.75 
125,50 


95. 00 
95.00 
150. 00 
225.25 
225.25 
125.50 


128.50 
91.50 
130. 50 
128. 50 


61.50 
80. 25 
76, 25 


76. 25 
102. 00 


= GANG 


96.75 
131.00 
165.50 


124,50 
124.50 


165. 50 


169.75 
119.50 
172,25 
169.75 


80.75 
105.50 
101,00 


101.00 
133.75 


APPROX, 


SHIPPING 


WE { GHT 


LANGEVIN CATALOG PRICE LIST 
APPROXIMATE 


CATALOG SHIPPING 
LANGEVIN MODEL DESCRIPTION PRICE LIST WE | GHT 
STRAIGHT LINE MIXERS AND ATTENUATORS 

SAT 110 STRAIGHT LINE ATTENUATOR 63.00 1 Ib. 
SMX.111 | STRAIGHT LINE MIXER 54,00 1 1b. 
SMX 1112 STRAIGHT LINE MIXER 108. 00 1% Ib. 
SMX 1113 STRAIGHT LINE MIXER 165.00 13 Ib. 
SMX 1114 STRAIGHT LINE MIXER 219,00 2 Ibs. 
SMX 1116 STRAIGHT LINE MIXER 330.00 2 Ibs. 
SMX 113 STRAIGHT LINE MIXER 57.00 1 Ib, 
SMX 1132 STRAIGHT LINE MIXER 117,00 14 Ib. 
SMX 1133 STRAIGHT LINE MIXER 174. 00 14 Ib, 
SMX 1134 STRAIGHT LINE MIXER 231,00 2 Ibs. 
SMX 1136 STRAIGHT LINE MIXER 288, 00 2 Ibs. 
SMX 114 STRAIGHT LINE MIXER 63.00 ~ Vo db, 
SMX 1142. STRAIGHT LINE MIXER 126, 00 14 Ibs. 
SMX 1143 STRAIGHT LINE MIXER 189. 00 14 Ibs. 
SMX 1144 STRAIGHT LINE MIXER 252.00 2 Ibs. 
SMX 1146 STRAIGHT LINE MIXER 378.00 2 Ibs. 
SMX 115 STRAIGHT LINE MIXER 48,00 1 1b. 
SMX 1152 STRAIGHT LINE MIXER 96.00 14 Ibs. 
SMX 1153 STRAIGHT LINE MIXER 134, 00 i$ Ibs. 
SMX 1154 STRAIGHT LINE MIXER 192. 00 2 Ibs. 
SMX 1156 STRAIGHT LINE MIXER 288. 00 2 Ibs, 
SMX 120 STRAIGHT LINE MIXER 60. 00 1 Ib. 
SMX 1202 STRAIGHT LINE MIXER 120, 00 1% Ibs. 
SMX 1203 STRAIGHT LINE MIXER 180. 00 14. Ibs, 
SMX 1204 STRAIGHT LINE MIXER 240, 00 2 Ibs. 
SMX 1206 STRAIGHT LINE MIXER 360. 00 2 Ibs, 
SMX(Model) £2 ESCUTCHEON 6,00 Lh Ozs, 
SMX (Model) E3 ESCUTCHEON 6.50 ozs. 
SMX(Model) E4 ESCUTCHEON ~ 7.00 L ozs. 
SMX (Model) E6 ESCUTCHEON 7.50 4h ozs. 
SMX (Model) ES ESCUTCHEON | 5.00 h ozs, 
SMX (Mode1) EW ESCUTCHEON 5.00 h ozs. 
SPP LEE STRAIGHT LINE PAN POT 108, 00 1 1b. 
~SPP=3O0T ~SFRATGHT-EENE-PAN-POT : 1d Ibs. 
SPP 200T=EW ESCUTCHEON . 5.00 L ozs. 
SPP 300T-EW ESCUTCHEON 6.00 4 ozs, 
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LANGEVIN CATALOG PRICE LIST 


DESCRIPTION 


SOLID STATE RETROFIT SERIES OF AMPLIFIERS AND POWER SUPPLIES 


AM 2116 SOLID STATE PREAMPLIFIER 
AM 2117 SOLID STATE MONITOR AMPLIFIER 
AM 2138 SOLID STATE 10 WATT POWER AMPLIFIER 
PS 2208 POWER SUPPLY, 3 AMP, 24 VDC 
NOTE: ON THE SOLID STATE RETROFIT SERIES, QUANTITY 


AM 4100 
AM 4101 


AmM 4300 | 


Am 4700 


B 5000 
BC 4001 
BR 4402 


BKT 4000 


E 4661 
E 4671 
E 4672 
EQ 4008 


MG 4001 
MG 4007 


PS 4900 
SC 4401 


TRY 4000 


DISCOUNTS FOR OVER 25 UNITS OF EACH TYPE ARE 
AVAILABLE, CONTACT FACTORY FOR PRICE QUOTA- 
TIONS. 


MODULAR 4000 SERIES LINE 


LO Z PREAMPLIFIER 

LO NOISE PREAMPLIFIER 
Hl! Z PREAMPLIFIER 
LINE/PROGRAM AMPLIFIER 


BRACKET, RACK MOUNTING 
BLANK CARD 

BRIDGING INPUT CARD 
MOUNTING BRACKET 


ESCUTCHEON 


ESCUTCHEON 
ESCUTCHEON 


TONE CONTROL MOUNTED ON BRACKET 


R1 AA MODIFICATION GROUP 
GAIN CONTROL WITH MOUNTING 


POWER SUPPLY 
STRAPPING CARD 
TRAY WITH RECEPTACLE 


CATALOG 


PRICE LIST 


175.00 
240.00 
190. 00 


225.00 


39.75 
4h 50 
27.90 
37.50 


2.25 
Se 00 
33.00 
2.25 
. 60 
. 60 
.60 
27.00 


9.30 
8.25 


87.00 
3.50 
4,60 


